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Contour intervals: 10 feet 
Trail locations approximate 
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Brandywine Gorge Trail 





Stanford Trail 
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Rating 


Elevation 
Change 


ea cee trie eee aioe 1.3 hours 
pe Rating ...... moderate to difficult 
Elevation 


Change .... 190 feet (steep steps) 





